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ABSTRACT 

A multiplicative model for the prediction of frequency 
translation effects of scintillation caused by atmospheric 
turbulence on a simple intensity modulated laser communica- 
tion system is tested. A revised experimental procedure is 
implemented, Home data is examined which suggests in- 
adequacies in the model in regard to the prediction of 
the bandwidth of the translated scintillation noise. In 
general* the observed bandwidth of the translated 
scintillation noise is less than predicted by the model, 
however, frequency translation effects are readily 
apparent . 
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I. INTRODUCTION 



Laser communications aystema, while still in their in- 
fancy, offer several inherent advantages over other types of 
communications links. Extremely wide bandwidths permit very 
high data rates to be used (10^^ bita/aec are within the 
state of the art!) and the highly directional nature of the 
laser provides a security over and above that which may be 
readily provided by cryptographic protection of the informa- 
tion carried by the laser communications link. 

The communications channel, or medium through which the 
laser system must operate, is the atmosphere. Propagation 
of a laser beam through the atmosphere is at best an uncertain 
operation. Refraction of the beam by both small and large 
scale changes in the index of refraction and attenuation due 
to absorption and scattering play a major role. Atmospheric 
turbulence is the primary cause of the refractive effects 
while precipitation and the presence of particulate matter 
in the atmosphere account primarily for the attenuation losses. 

This work was a continuation of earlier work by Rankin 
(Ref.l) which had as its objective the examination of the 
effect of turbulence caused by small scale variations in the 
index of refraction which result in scintillation of the laser 
beam. The scope of this work was to examine in detail the 
scintillation effects on an intensity modulated laser beam, 
using the experimental procedure developed by Rankin. A 
brief review of the applicable theory is presented, but the 
major thrust of this report is a complete description of the 
experimental procedure and an examination of some data. 
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II. BACKGROUND 



This work was with an at- 

mospheric laser propagation pro jecT ‘conducted by Dr. Eugene 
Crittenden of the Naval Postgraduate School. The project 
studied small scale turbulence in the atmosphere at sea 
level in relation to scintillation and beam wander effects 
on Helium-Neon and CO 2 laser beams propagated between the 
Naval Postgraduate School Research Vessel Acania and a 
mobile shore facility. It was intended that the Helium-Neon 
laser could be modulated during the course of the data 
collection effort, allowing the collection of data on the 
effects of scintillation on an intensity modulated laser. 
However, compatability problems between Dr. Crittenden's 
project and the needs of the modulated laser experiment 
forced a separation from the larger project and an indepen- 
dant data collection effort. A more detailed explanation 
is contained in Chapter 14. 

Rankin (Ref. 1) initiated the work, established the 
basic data collection procedure, and obtained preliminary 
data. In this continuation, the data collection method has 
been refined and more extensive data taken. 
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III. THEORY REVIEW 



Turbulence of the atmonphere causes scintillation of a 
laser beam and scintillation, in turn, has a marked effect 
on information retrieval from intensity modulated laser 
communications systems. The theory underlying this chain of 
cause and effect is treated in detail in References 2,3,^»5» 
and 6, and only a brief qualitative discussion is included 
in this report. 

The atmosphere, the medium through which the laser beam 
must of necessity pass, is constantly in motion. This motion 
is called turbulence. Wind, weather, heat, etc, are inex- 
tricably bound up with turbulence to the point where it is 
often difficult to distinguish cause from result. The final 
result, however, is that turbulence exists over a broad 
scale, from large movements of air masses to extremely small 
scale motion of air molecules, causing small scale fluctua- 
tions of pressure and temperature, which, in turn, cause 
random fluctuations in the index of refraction of the 
atmosphere . 

A smooth and featureless optical wave or beam traversing 
this turbulent medium for more than a few meters has its 
energy redistributed and exhibits spatial fluctuations in 
intensity commonly known as "scintillation". Thus, stars 
appear to twinkle and distant lights appear to quiver. The 
logarithm of the intensity of the distorted wave has a 
Normal (Gaussian) probability distribution function, hence 
the magnitude of the intensity fluctuations is often referred 
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to as "log-intensity variance". The magnitude of the inten- 
sity fluctuations increases with the strength of the turbu- 
lence and with the length of time the beam is subjected to 
the turbulence, i.e. the path length. Over 'long enough* 
path lengths, saturation occurs and the magnitude of the 
fluctuations levels off. For paths close to the earth's sur- 
face, saturation can occur in a path length of a kilometer 
or so. The actual mechanism of scintillation is, of course, 
that the small scale random fluctuations in the index of 
refraction of the medium cause localized random refractions 
of the light beam. The actual appearance of scintillations 
in a laser beam can be readily observed by allov/ing the beam 
to fall on any opaque surface. The spatial and temporal 
fluctuations in the intensity are easily seen and have an 
appearance similar to the effect one sees when looking at 
the bottom of a swimming pool filled with water. 

Thus scintillation of a laser beam is random intensity 
fluctuations which constitute an intensity modulation at 
frequencies nominally from D.C. to 300 Hz. or so, however, 
the high frequency limit is greatly dependent on the 
strength of the turbulence. (Scintillation out to about 
1000 Hz v/as observed in the collection of data for this 
work. ) 

If the laser beam traversing this turbulent mediiom and 
being scintillated is itself intensity modulated with some 
type of waveform to convey intelligence, the scintillations 
interact with the intelligence in a multiplicative manner 
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with the effect that the low frequency scintillation noise 



is translated in frequency -noise sidebands about 

the intelligence modulation. 'Kankih''\Ref . 1), using an 
intuitive approach, modelled the detector output to be of 
the form 



where A is the D.C. level of the amplitude, B represents the 
percent modulation, 0 is a uniformly distributed random 
variable (phase shift), Bq is the D.C. level of the scintil- 
ation noise, and f)(t) is a random process, independent of 
0, which describes the atmospheric scintillation. Then, by 
taking the Fourier Transform of the auto-correlation function 
of M(t,f)(t)), the power spectral density of the signal 

plus scintillation noise at the detector output is 



where (()«, (w) is the power spectral density of the scintilla- 
tion alone. 

The fourth term of equation (2) is of primary interest 
because it predicts that the scintillation noise is trans- 
lated in frequency to form upper and lower sidebands about 
the modulated signal. The bandwidth of each sideband is 
equal to the bandwidth of (lo) . 
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IV. EXPERIMENTAL PROCEDURE 
A. BASIC EXPERIMENT 

The basic experiment as originally conceived is shovm in 
block diagram form in Figure 1. The laser and modulation 
equipment were located in a mobile facility positioned at a 
convenient shore location and the optical receiver and data 
recorder were located on the Acania. 




Fig. 1 Basic Experiment Block Diagram 
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The lasier was a JODON model HN -15 Helium_neon laser oper- 
ating at the 0.6328/< wavelength line of He-Ne with a rated 
power output of I 5 raW. It was mounted on a large steerable 
telescope which was used in the larger project. 

The modulation of the laser beam at frequencies of 10 Hz 
to 10 kHz was accomplished initially by a handmade accoustoptic 
modulator designed and built by Rankin, which consisted of a 
distilled water cell accoustically excited by a gold-plated 
quartz transducer. A signal generator and wideband power 
amplifier fed the desired modulation signal to the quartz 
transducer. The accoustoptic modulator was capable of 
splitting about 25 percent of the laser beam power into the 
modulated beam. This relatively low power output necessitated 
a subsequent shift to an electro-optic modulator. 

The channel consisted of a nominal path length of I .5 to 
2 km through normally turbulent atmosphere between the shore 
location of the mobile facility and the Acania , which was 
normally at anchor in Monterey Bay. 

The optical receiver for the experiment consisted of a 
MERET hybrid detector/ amplifier mounted v.’ith a 1.5 
diameter, 4 inch focal length lens mounted on a stabilized 
platform on the Acania . The detector/amplif ier output was 
then further amplified by a HEWLET-PACKASD Model 45 OA wide- 
band amplifier with 40 dB gain. ^ 

The signal v;as then recorded on an A55IPEX r>P-300 
instrumentation recorder at I 5 inches per second on one 
quarter inch high output/low noise magnetic tape, signal 
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monitoring wao accomplished on a general purpose oscillo- 
scope. 

B. REVISED EXPERIMENT 

Detector sensitivity inadequacies led to compatability 
problems with Dr. Crittenden's project, hence an independent 
data collection effort was required. The requirements of 
the larger project resulted in the need to diverge the laser 
beam (shore to ship link) in order to allow for automatic 
tracking with the stabilized shipboard system in the presence 
of shijfs motion. The divergence of the laser beam resulted 
in a laser beam power density at the ship considerably below 
the threshold required for detection with the MERET detector/ 
amplifier. 

Thus, a revised experiment v/as devised which operated 
over a shorter path length. Figure 2 shows the revised ex- 
periment in block diagram form. This experiment was conducted 
on the rooftop of a building of the Naval Postgraduate School 
and used a mirror to achieve a total path length of about 
300 meters. The electro-optic modulator was used and the 
other equipment remained the same. 

Preliminary data and calibration trials indicated that 
the signal distortion and noise added by the tape recorder 
were excessive, hence a further modification of the experi- 
ment was performed with the tape recorder completely removed 
and the amplified output signal of the detector/amplifier 
fed directly to a spectrum analyzer. Figure 3 shows the 
final form of the experiment. 
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C. EQUIPMENT DEf.CRIPTION 

The specific equipment ...ir -t-tc experiment of Figure 2 
was as follows! 

1. LAf.ER. 

Two lasers were used in the final experiment. The 
first was a JODON Model HN-I 5 Helium-Neon laser^ operating at 
a wavelength of 0.6328/< with a rated power output of I 5 mW. 
This laser had end mirrors completely separate from the laser 
tube which permitted easy adjustment for maximum power out- 
put, but often required re-adjustment as the unit was quite 
susceptable to movement amd vibration. Further, the power 
supply high voltage for this unit had a strong ripple in it 
which resulted in a substantial modulation of the laser at 
the ripple frequency of 120 Hz as well as at harmonics of 
that frequency. 

The second laser used was a METROLOGIC Model ML -669 
laser, also helium-neon and operated at the 0 , 6328 yuwave- 
length, with a power output of 0,8 raW, This unit had in- 
ternal circuitry that permitted modulation of the discharge 
current in the laser tube, thus permitting direct intensity 
modulation of the laser beam without any external modulator, 
Howver, the lower limit of the bandv/idth specified for this 
internal modulation capability was only 300 Hz which was 
considerably above desired modulation frequencies of 10 , 

20, 50 , 100, and 200 Hz. In spite of this bandv/idth limita- 
tion, sufficient modulation depth was possible at these 
frequencies to permit detection and de-modulation by the 
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optical receiver. This unit also exhibited high voltage 
ripple, which appeared aa intensity modulation at the ripple 
frequency and several harmonics. 

2, MODULATOR 

Modulation of the JODON laser was accomplished with 
a COHERENT Anr>OCIATEf> Model 3003 Modulation System, consist- 
ing of a transverse field electro-optic modulator driven by 
a solid state direct-coupled broadband power amplifier. 

The modulator driver input was a one volt signal at 
the desired frequency from a WAVTEC Model 142 Signal Genera- 
tor. This signal is amplified and combined with a variable 
bias voltage and applied to the electro-optic crystal. 

Driver voltage is sufficient to modulate the laser beam 
100 percent. The variable bias voltage allows precise ad- 
justment of the modulator cell operating point. 

The driver output applied to the modulator cell 
produces a change in the index of refraction of the electro- 
optic crystal through which the laser beam travels. This 
effect is converted to intensity modulation by subsequent 
passage through a polorizer window. 

The system bandwidth is D.C. to 3 mHz, with rise 
and fall times of 140 nanoseconds for all drive levels. 
Optical transmission through the modulator cell is greater 
than 80 percent. 

For comparison purposes, the T^ETROLOGIC laser was 
also modulated with this electro-optic system. 

The METROLOGIC laser v/as also modulated directly, 
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utilizing its internal modulator driver to modulate the 
diccharge current in the laser tube, thus directly modula- 
ting the laser beam output. This system modulates about 
15 percent with a bandwidth of JOQ Hz to ^00 kHz. In 
spite of the 300 Hz lower limit, it was found that suffic- 
ient modulation was achieved at frequencies down to and in- 
cluding 10 Hz to allow retrieval of the modulating signal 
with the MERET detector/amplifier. 

3 . OPTICAL RECEIVER r.Yf.TEM 

The heart of the optical receiver consisted of an 
integrated circuit photo-diode detector with an amplifier 
on the same chip manufactured by MERET INC. (Model FDA ^25). 
This detector amplifier was mounted at the focal point of a 
lens and filter system. The lens was an imcorrected , 4 inch 
focal length, I .5 inch diameter type. The optical filter 
had a transmissivity of 0,85 at 6328 angstroms and a band- 
width of 30 Angstrums. The lens and filter were mounted in 
an aluminum cylindrical housing with the detector/amplifier 
suitably mounted at the rear of the assembly. 

This receiver assembly had an effective collection 

2 

aperture of about 11 cm , The purpose of the optical filter 
was to reduce background light contributions, since the 
photo-diode had a spectral range that included the visible 
spectrum, specifically from 0,j6^to 1,15/^. The responsi- 
vity curve for the FDA 425 device is shown in Figure 4, The 
bandwidth specifications for the device were D.C. to 10 
mHz with a rise time of less than 40 nanoseconds, which was 
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very coinpatable with the bandwidth of the electro-optic 
modulator ayatem. 




Figure 4, Reaponaivity of MERET FDA 425 Detector/ Amp 
The photo-diode portion of the device had an active 
area of 4,5 mm^ and a rated Noiae Equivalent Power /(Hz)^W 
(Hz)J at 0 , 905 / 1 . Thia led to the belief that thia device 
poaaeaaed aufficient aenaitivity to permit ita uae with an 
expected power denaity of a few nqnowatta per aquare centi- 
meter which waa the power level achieved at the Acania , 

Thia aenaitivity waa not realized and a reviaed experiment 
had to be deviaed to gather the data. The aenaitivity 
queation ia covered in more detail in aection D of thia 
chapter. 

4, WIDEBAND AMPLIFIER 

The wideband amplifier uaed in the experiment waa a 
HEV/LETT -PACKARD Model 450A unit v/ith aelectable gain of 
either 20 or 40 dB, Laboratory teat of thia unit ahowed 
eaaentially flat reaponae from 5 Hz; to over 100 kHz at both 
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gain settings. The rms noise voltage was specified as 
40^V, which became significant when attempting to work at 
very low power densities. 

5. OnCILLOf.COPE 

The oscilloscope used to monitor the detector out- 
put was a TEKTRONICf) Model 422 unit. 

6. INSTRUMENTATION RECORDER 

In the initial experiment the amplified output of 
the detector was recorded on an AMPEX SP-300 Ibstrynebta- 
tion Recorder at I 5 ips with direct recording. The frequency 
response specifications for this recorder at I 5 ips were 
20 Hz to 40 kHz. Roll-off at the lower frequencies plus an 
excessive amount of tape recorder related noise led to the 
final modification of the experiment which eliminated the 
recorder all together. Section E of this chapter deals in 
more detail with the tape recorder difficulties encountered. 
D. OPTICAL RECEIVER SENSITIVITY 

As mentioned earlier, the achieved sensitivity of the 
detector/amplifier failed to meet the needs of the original 
experiment and resulted in a revision to it. After the lack 
of sufficient sensitivity was realized, a series of labora- 
tory tests were conducted to determine more exactly the 
actual sensitivity of the detector in the form of minimum 
discernible power requirements. 

The test consisted of using a combination of Neutral 
Density Filters v/ith knovm filter factors to reduce the 
strength of a known power level laser beam until the 
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detected signal became lost in the system noise. Figure 5 
shows the test in block diagram form. 




Fig. 5 Hensitivity test block diagram 
The METROLOGIC laser was used and its output measured 
with an optical power meter at 0.83 mW. Several MERET FDA 
425 devices were tested in the manner described above, both 
with and without the optical filter (6328 A) in the receiver 
assembly. In all cases, minimum power requirements were on 
the order of watts in order to just barely discern the 
output of the detector/amplifier. 

For comparison purposes, an identical test was performed 
on a UNITED DETECTOR TECHNOLOGY Model UDT- 6 OO detector/ 
amplifier. This IC is very similar to the MERET unit in all 
specifications, however, its implementation uses an ex- 
ternal feedback resistor to control the sensitivity. This 
device was installed in the receiver lens/filter assembly 

and a feedback resistor selected for maximum sensitivity. 

—8 

The result was on the order of 10 watts, only slightly 
better than the MERET unit performance. 

An alternate test was conducted on the UD'P device by 
using a wave analyzer to measure the output voltage with a 
very sharp filter to limit the noise bandwidth. With this 
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arrangement with a 6 Hz filter centered at the modulation 
frequency, the minimum discernible power was on the order 
of 10“^® watts. This was a purely academic result, however, 
since the experiment required a considerably larger bandwidth, 
E, TAPE RECORDER N0If»E 

As noted in section C of this chapter, difficulties 
with the AMPEX tape recorder in the form of excessive ex- 
traneous noise and low frequency rolloff resulted in the 
final modification of the experiment which analyzed the 
spectrum of the detector output directly with a Ubiquitous 
Spectrum Analyzer in real time, eliminating the use of the 
tape recorder altogether. Figure 6 shows the spectrum of 
the tape recorder output with the recorder idling. Signifi- 
cant noise line spectra appear at 20, 60, and 180 Hz, 

Figure 7 shows the spectrum of the recorder output for un- 
recorded, un-erased, factory fresh tape being played back 
at 15 inches per second. Additional noise line spectra 
appear at kO and 50 Hz, 
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Fig. 6, Tapi Recorder Output: Idling 
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Fif. 7. Tape Recorder Output: Blank Tape 



V. DATA DESCRIPTION AND ANALYSIS 



A. DATA FORMAT AND REDUCTION TECHNIQUE 

The output of the detector/amplifier was a voltage 
waveform in the time domain, the amplitude of which was 
proportional to the intensity of the laser beam incident 

I 

on the active surface of the photo-diode portion of the 
hybrid detector/amplifier. Since the frequency spectrum of 
this waveform contains the low frequency scintillation 
spectrum as well as the modulated frequency, the data was 
processed with a spectrum analyzer and the resulting 
frequency domain information was plotted on an X,Y recorder. 
Figure 8 shows a block diagram of the data reduction method. 




Fig. 8 Data Reduction Block Diagram 
Spectrum analysis was accomplished with a Ubiquitous 
Spectrum analyzer (Model UA-500) manufactured by FEDERAL 
SCIENTIFIC CORPORATION. This analyzer performs real time 
analysis with an effective resolution of 65O lines (Hori- 
zontal scale). The input signal is sampled at a rate three 
times the upper cutoff frequency (Selectable as "ANALYSIS 
RANGE"), This rate is 1,5 times the Nyquist rate v;hich 



23 




reduces aliasing errors to a negligible level. The samples 
are entered in parallel binary form into a recirculating 
memory; that is, memory output is fed back to the memory 
input, sequenced with respect to newly obtained samples so 
that the memory contains all samples in the order in which 
they arrive. The recirculation rate of the memory is much 
faster than the sampling frequency, hence the result is a 
speeded up replica of the input signal that retains all of 
the original frequency information (multiplied by a constant). 
This sped~up signal is then Fourier analyzed, using a step- 
heterodyning technique. The resulting spectra can be dis- 
played on a CRT display unit. A spectra averaging option 
on this unit may be used to average up to 1024 of these 
instantaneous spectra and store the result in one of two 
memory banks. Either or both of these memory banks can be 
displayed on the CRT display and a slow read-out mode allows 
the memory bank contents to be transferred to an X,Y recorder. 
B. NOir>E/lNTERFERENCE 

Figure 9 shows the experiment block diagram. Spectra 
were taken at point A, the output of the signal generator; 
point B, the input to the electro-optic modulator cell; and 
at point C, the output of the amplifier following the 
optical receiver. This method helped to identify the 
sources for the various noise line spectra that appeared 
in the spectra at point C, 

Figure 10 is a log-log plot of the spectrum of the out- 
put of the Modulator Driver (Point B) when no signal is 
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Fig. 9. Experiment Block Diagram Showing Data Pointa. 
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Fife. 10. Ilodulator Driver Output with no Input 



applied to the input. Noise line spectra appear at 6o, 120, 
240, 360 , and 480 Hz. The amplitude of these lines is ex- 
aggerated due to the reduction of the attenuation at the input 
of the spectrum analyzer, however, as will be seen in other 
figures, power supply ripple in the modulator driver does 
appear in the output, and therefore is applied to the input 
of the E/O cell. 

Figure 11 is a plot of the signal generator output at 
10 Hz, (Point A) and Figure 12 is a plot of the Modulator 
Driver output at 10 Hz (Point B), Notice that the harmonic 
at 20 Hz present in Figure 11 is also present in Figure 12, 
and the Driver power supply ripple at 120 Hz is added. 

Figures 13 1 15 • 17 1 and I 9 are plots of the signal 
generator output at frequencies of 50 Hz, 200 Hz, 1 kHz, 
and 5 l^Hz respectively. Figures 14, I 6 , 18, and 20 show 
the Modulator output at corresponding frequencies. Notice 
that in each case, the signal generator output includes a 
small line spectra at the first harmonic frequency which 
is carried over to the Modulator Driver output with the 
120 Hz ripple frequency (plus harmonics) added by the 
Modulator Driver. 

C. f.CINT ILLATION SPECTRUM 

Since scintillation is proportional to atmospheric tur- 
bulence, the scintillation spectrum should change over time 
to reflect the level of atmospheric turbulence. Therefore, 
a series of data was taken of the scintillation alone, that 
is, with an unmodulated laser beam, over a period of about 



27 




28 



Fig. 11. Signal Genrator Output: 10 Hz 
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Fig. 12. Modulator Driver Output: 10 Hz 
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Fig. 13. Signal Generator Output: 50 Hz 
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Fig. 14. Modulftor Driver Output: 5® Hz 
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Fif'. 15* Signal Generator Output i 200 Hz 
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^'ociuj ator Driver Output i 200 Hz 
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Fig. 17 , f.ign; 1 Generator Output: 1 kHz 
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P'ig. l8. .lodulator Driver Output: 1 kHz 
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Fig. 19. Signal Generator Output; 5 kHz 
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Fip-. 29. Modulator Driver Output* 5 kHz 



seven hours, at roughly one-half hour intervals. Figure 21 
is a log-log plot of scintillation amplitude versus fre- 
quency taken at 0035 » 12 November, 197^* The scintillation 
spectrum extends out to almost 300 Hz. The noise line spectra 
at 120, 180, 240, and 3^0 Hz are high voltage ripple in the 
laser itself. Figure 22 is the same spectrum taken about 
40 minutes later. The spectrum was extended out to about 
350 Hz at that time. 

The scintillation spectrum stayed about the same for the 
next two hours or so. Figure 23 » taken at 03^0, shows that 
the spectriam had then increased out to about 400 Hz. About 
30 minutes later a noticable wind came up, and Figure 24, 
taken at 04l7, shows that the spectriun was extended to over 
900 Hz. By 0500 the wind had died down somewhat and the 
spectrum was reduced slightly, as shown in Figure 25* By 
0547 f when Figure 26 was taken, the spectrum had dropped 
back to a little more than 25O Hz, 

Figures 27, 28, 29, and 30 were taken at fifteen minute 
intervals between O615 and 0700, covering the transition 
from darlcness to sun-up. The plots show that the scintilla- 
tion spectrum changed very little over this period, possibly 
increasing slightly from 300 to about 400 Hz. 

D. 8PECTRUM OF MODULATED LASER 

To examine the effect of scintillation on an intensity 
modulated laser beam the riETROLOGIC laser was modulated at 
frequencies of 10, 20, 50, 100, 200, 500, 1000, 2000, 5OOO, 
and 10000 Hz with the electro-optic modulator and with its 
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Fip:* 21. Scintillation Spectrum t 0035 
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Fig. Scint 5 nation Spectrum: 0II5 
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Fig. 23 . fic ■ nt illation npectrumi 03^0 
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Fig. 24. ficiatillation spectrum: 041? 




43 



Fig. 25. Scintillation Spectrumi O5OO 
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Fig. 26 . .Scintillation Spectrum: 054? 
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Fig. 27. J'c.'i ntillation Spectrum: O615 
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Fig. 28. fci itillation Spectrum: O 63 O 



o 

o 



X 




A? 



Fig. 29 . Scintillation Spectrtuni 0645 
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Fig. 30 . Heir tillation Spectrum: 0700 



internal modulation circuitry. 

Figure 31 shows a log-'icg-~iT7/.-l..o,“;^»:!plitude versus 
frequency of the amplified detector output (Point C of 
Figure 9) when the laser beam was modulated at 10 Hz with 
the electro-optic modulator. The 10 Hz component is just 
barely stronger than the scintillation. The high voltage 
ripple frequency (120 Hz) and several harmonics are readily 
visible. Figure 32 is a plot of the same 10 Hz modulation, 
this time using the direct modulation feature of the METRO- 
LOGIC laser. The 10 Hz component is even less distinguish- 
able from the scintillation noise due to the lower modulation 
level achieved when modulating the laser in this way. A 
sixty hertz noise line ane even harmonics are also clearly 
evident. 

The multiplicative nature of the scintillation noise, as 
predicted by the theory, becomes very evident as the modula- 
tion frequencies reach 200 Hz. Figures 33 and show the 
200 Hz modulation by electro-optic and direct modulation, 
respectively. In both cases, the modulation has pulled the 
scintillation noise out to a higher frequency quite noticably. 
This effect is dramatically demonstrated in Figures 35 and 
36. Figure 35 a plot of the scintillation alone (unmod- 
ulated laser) taken immediately before the plot shown in 
Figure 36 , which is with 1000 Hz modulation. The basic 
scintillation in Figure 35 extends out to about 1000 Hz and 
when 1000 Hz modulation is applied (Figure 36) it is clear 
that the scintillation noise has been pulled out to about 
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200 Hz 



Figure 37 shows the spectrum with a modulating frequency 
of 5 kHz. Notice that at this frequency, the pulling of the 
scintillation noise sidebands around the modulated frequency 
is not as evident. The resolution limitations of the 
spectrum analyzer account for some of this, but the fact 
remains that the bandwidth of the 5 kHz line is less than 
the multiplicative model predicts. 
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Fig. 31 , Modulation r>pectrum: 10 Hz E/O Modulator 
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Fifr, 32 . Mo iulation r.pectrumt 10 Hz Internal Modulator 
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I odulation Spectrum: 200 Hz E/O Modulator 
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Fig. riodula ion Spectrum: 200 Hz Internal Modulator 
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Fig. 35 • nc3 ntillation npectrumi 0430 
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Fig. 36. Moc ulation r>pectrum» 1 kHz 
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Fif. 37* ^ odulation r>pectrumt 5 kHz 



VI. CONCLUr.IONf. 



The model proposed by Sen ) was not altered in 
this continuation of his work. RanK-xu's results were based 
on preliminary data and this continuation has made improve- 
ment on the data collection method and has collected a more 
extensive range of data. Looking at the data, however, it 
must be concluded that the validity of the predictive model 
is very much in doubt. That there exists a frequency trans- 
lation effect, and hence, a multiplicative model of some 
kind, is readily apparant from the data in Chapter V, 
particularly at modulation frequencies in the vicinity of 
the upper limit of the raw scintillation spectrum. However, 
the model fails to predict accurately the bandwidth of the 
noise sidebands. The actual bandwidths observed are 
significantly less than predicted by equation (2). Thus, 
it appears that additional thought must be given to the form 
of the multiplicative model. 

On the experimental side of the project, several im- 
provements need to be made in order to be compatable with 
the shipboard project. First, and foremost, a detector with 
greatly improved sensitivity needs to be used, A high gain, 
low noise amplifier would be of assistance, however, the 
primary sensitivity of the detector must be improved, 

Secondly, either a much higher quality tape recorder 
must be used or a portable, real time spectrum analyzer must 
be utilized. 

In the signal processing area, a method should be found 
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to look more closely at the bandwidth of the detected 
signal with the higher modulation frequencies. A technique 
that would permit the examination of a "window" of frequency 
centered at the modulation frequency would be very useful 
in resolving the scintillation translation bandwidth 
question. 

Lastly, more complex modulation waveforms should be 
tried. The use of a voice signal and/or some form of pulse 
code modulation could be tried. The data at higher modula- 
tion frequencies suggests that, due to less of the scintil- 
lation noise being pulled out to the higher frequencies, 
a baseband voice signal could be mixed to a higher frequency, 
(say 10 to 15 mHz) modulated onto the laser beam, received 
and detected, then translated back down to baseband, 
fiimilarly, pulse code modulation of some type could be 
tried to determine the actual effects of scintillation 
noise on error rates. 
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